DART 
AEROSPACE 


Part Number | D135-1027-203 
| 


Description 
MID HEIGHT AFT 
CROSSTUBE 
INSTALLATION 


Box Part Number [ 
] Dimension^ 


Other Packaging [ 


Logo Decais 
] 
[ 


C 
] [ 


PPP 


LxWxH 


Packaging Instructions and Decal Placement 


D135-1027-203 


D2729-4 
D2729-3 


D135-1027-203 
CHG003 
Mid Height Crosstube 
SH18-49 


EC135P1/P2/P2+/T1/T2/T2+ 


APR 0 6 2022 


Revision: B 
Date: 22.04.06 


“DART 
AEROSPACE 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, ON K6A1K7 
CANADA 
TEL.: 1 613 632-5200 


MID HEIGHT AFT CROSSTUBE 
INSTALLATION 


P/N: D135-1027-203 
CHG003 


S/N: SXXXXXX 


V 


